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The determination of neutralizing anti- 
body to human coronavirus OC43 in human 
sera has mostly been performed in vivo 
using the suckling mouse brain system 
(1-3). In cell cultures, a neutralization test 
based upon the evaluation of hemadsorp- 
tion has been introduced (4), but hemad- 
sorption of OC43-infected cell cultures has 
been shown to be a false hemadsorption or 
‘*pseudohemadsorption’’ (5). 

It is well known that fetal calf serum 
(FCS) inhibits OC43 virus growth because 
of the presence of an inhibitor which does 
not appear to be an antibody (5). In the 
present report, the OC43 inhibiting activity 
of FCS has been utilized, as a plaquing 
factor, to set up a new plaque assay and a 
plaque-reduction neutralization test for 
determination of neutralizing antibody to 
coronavirus OC43 in human sera. Sera have 
been tested in parallel before and after 
treatment with phospholipase C (PLC) and 
neutralizing titers have been compared with 
those obtained by hemagglutination inhibi- 
tion (HI) and the immunoperoxidase anti- 
body technique (IPA) for immunoglobulin 
G (IgG) determination. Results show that 
human sera contain an OC43 inhibitor sim- 
-ilar to that present in FCS, which is re- 
moved by PLC treatment. Therefore, 
human sera must be routinely treated be- 
fore determining neutralizing antibody, in 
order to avoid false positive results. This 
conclusion applies to both OC43 antibody 
determination in seroepidemiological sur- 
veys and serodiagnosis of OC43 infections 
and renders previously reported results 
questionable (4, 6). 


! This study was supported by Progetto Finalizzato 
Virus Grant 78.00365.84 from the Consiglio Nazionale 
delle Ricerche (CNR), Rome, Italy. 


Materials and methods. Coronavirus 
OC43 strain and cell cultures. Suckling 
mouse brain-adapted strain of human 
coronavirus OC43 as well as mouse im- 
mune ascitic fluid was kindly supplied by 
both Dr. H. S. Kaye (Center for Disease 
Control, Respiratory Virology Unit, At- 
lanta, Ga.) and the National Institute of 
Allergy and Infectious Diseases (Bethesda, 
Md.). The adaptation of the virus to cell 
cultures has previously been reported in 
detail (7). Briefly, infected suckling mouse 
brain suspension was inoculated onto pri- 
mary African green monkey kidney cell 
cultures (AGMK). Following incubation at 
33° for 60 min, cell cultures were main- 
tained with a serum-free medium consisting 
of equal parts of Eagle’s minimum essential 
medium (EMEM) and Medium 199 (M199), 
both in Earle’s base. Blind passages were 
performed every 10—12 days. Virus was 
initially detected in cell cultures at the sixth 
passage by the IPA technique (7). After 12 
passages on AGMK, infected cell culture 
medium was inoculated onto several strains 
of human embryonic lung fibroblasts. The 
most suitable cell strain for coronavirus 
OC43 propagation was MA-321 (Microbio- 
logical Associates, Walkersville, Md.). 
Stock virus was prepared on MA-321 cell 
cultures, using serum-free EMEM-M199 as 
a maintenance medium and incubation at 
33° for 60—72 hr. Titration of stock virus 
was performed initially by hemagglutina- 
tion (7) and then by the plaque assay as 
reported below. 

Plaque assay for OC43 quantitation 
using FCS. Initially, the OC43 inhibitor ac- 
tivity in FCS was quantitated by incubating 
twofold dilutions of several commercial lots 
of FCS with 100 TCID,, of OC43 virus (as 
determined by hemagglutination) at 33° for 
30 min and then inoculating mixtures onto 
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replicate MA-321 microplate cell cultures 
maintained with serum-free EMEM-M199. 
Virus growth was then tested daily by 
hemagglutination for 7 days (7). In follow- 
ing experiments, MA-321 cell cultures in- 
fected with 100 TCID,, of OC43 virus were 
fed, after virus adsorption, with medium 
EMEM-M199 supplemented with twofold 
dilutions of the same lots of FCS. After 3—5 
days, a typical plaque appearance of 
cytopathic effect was observed in all cell 
cultures maintained with 10—20% FCS 
medium. The IPA technique (7) confirmed 
the plaque growth of the virus. Using 10% 
FCS maintenance medium, replicate MA- 
321 microplate cell cultures were then in- 
fected with 50 TCID;, of OC43 virus and 
then fixed and stained by the IPA technique 
at 12-hr intervals for 4 days (10 replicates 
each time). 

Following preliminary experiments, a 
plaquing medium consisting of EMEM- 
M199 supplemented with 10% of a selected 
lot of FCS was used for the plaque assay. 
For quantitation of OC43 stock virus, log 
virus dilutions were inoculated onto MA- 
321 replicate microplate cell cultures. After 
adsorption at 33° for 60 min, cell cultures 
were washed three times and fed with the 
plaquing medium. At 48 hr postinfection 
cell monolayers were washed, fixed with 
absolute ethanol, and stained by the IPA 
technique. This procedure was carried out 
using optimal dilutions of the reference 
mouse immune ascitic fluid in the first step 
and peroxidase-conjugated sheep anti- 
mouse IgG serum (Cappel Laboratories, 
Inc., Cochranville, Pa.) in the second step 
of the reaction. Histochemical detection of 
the enzyme was then obtained as previ- 
ously reported (8). The number of plaques 
was easily counted using an inverted micro- 
scope. 

Plaque-reduction assay (PRA). A 
plaque-reduction assay has been used for 
quantitation of both OC43 neutralizing 
antibody and inhibitor in bovine and human 
sera. The test was performed in microplates 
of MA-321 cell cultures. Serial twofold di- 
lutions of each inactivated serum (56° for 30 
min) in serum-free EMEM-M199 were 
mixed with equal volumes of virus suspen- 
sion containing about 50 infectious virus 


361 


particles/0.050 ml (as determined by the 
plaque assay). Virus controls contained 
equal volumes of medium and virus suspen- 
sion. After incubation at 33° for 60 min, two 
replicate wells of confluent microplate 
MA-321 cell monolayers were inoculated 
(0.050 ml/well) with each mixture. Follow- 
ing adsorption at 33° for 60 min, cell cul- 
tures were washed, incubated at 33° with 
the plaquing medium for 48 hr, and then 
fixed and stained according to the proce- 
dure reported above for the plaque assay. 
The highest serum dilution reducing by 50% 
or more the number of plaques was consid- 
ered to be the endpoint. Duplicate determi- 
nations gave in 95% of cases identical re- 
sults. In a first group of experiments the 
PRA was used in order to partially charac- 
terize and study the treatment for removal 
of the OC43 inhibitor in a few reference 
OC43-negative and -positive bovine (fetal 
and adult) and human sera. These sera were 
tested before and after the following treat- 
ments: (i) precipitation of the y-globulin 
fraction with a saturated solution of 
(NH,).SO, according to a standard proce- 
dure (9); (ii) heating at 65° for 15 min; (iti) 
fractionation by sucrose density gradient 
centrifugation (10); (iv) since the effect of 
an infectious bronchitis virus (IBV) inhib- 
itor has been shown to be reversed in ani- 
mal sera by the presence of a 1.5% concen- 
tration of several sugars (11), sera were di- 
luted in EMEM-M199 containing 1.5% 
D-glucose; (v) since nonspecific inhibitors 
of OC43 hemagglutination have recently 
been found in human sera and removed by 
treatment with PLC (12), the same treat- 
ment was applied to reference sera in order 
to suppress the OC43 inhibitor; after treat- 
ment, sera were dialyzed against 
phosphate-buffered saline (PBS) at 4° over- 
night and filtered through 0.22-~4m Milli- 
pore membranes. 

After initial tests on reference sera, it was 
decided to test all sera (human and bovine) 
in the PRA without prior treatment, in the 
presence of 1.5% D-glucose, and after PLC 
treatment. 

HI test. Following treatment of sera with 
PLC (12), the HI test was performed ac- 
cording to the method of Kaye et al. (13), 
using a 0.5% suspension of chicken red 
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Fic. |. Plaquing effect of 10% fetal calf serum in 
MA-321 cell cultures infected with 50 PFU of human 
coronavirus OC43. Figures are the average of three 
experiments performed at 1-month intervals in 10 rep- 
licates. 


blood cells and OC43 hemagglutinating 
antigen prepared from OC43-infected MA- 
321 cell cultures (7). 

IPA test. The IPA test was performed on 
microplate ethanol-fixed OC43-infected cell 
monolayers showing about 50% infected 
cells. Serial twofold dilutions of test sera 
were layered onto cell monolayers and in- 
cubated at 37° for 60 min. After three 
washings with PBS, cell cultures were cov- 
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ered with the optimal dilution of a 
peroxidase-conjugated goat anti-human (or 
rabbit anti-bovine) IgG serum (Cappel 
Laboratories). Virus—antibody reaction 
was then histochemically detected (8). 
Positive and negative bovine and human 
serum controls were included in each test. 
A blocking test, based upon adsorption of a 
reference positive serum with virus and 
negative IPA reaction following adsorption 
confirmed specificity of the test. 

Sera examined. The following groups of 
bovine and human sera were tested by 
PRA, HI, and IPA-IgG tests: (i) 10 com- 
mercial lots of FCS obtained from different 
companies; (ii) individual sera from six 
young calves; (iii) single sera from 10 in- 
fants (6 months), 10 young children (2—5 
years), and 12 young adults (13-20 years); 
(iv) seven paired sera from infants and chil- 
dren previously found to show seroconver- 
sion to OC43 virus. 

Results. OC43 plaque assay. In initial 
experiments, when the OC43 growth was 
assayed by hemagglutination, all commer- 
cial lots of FCS tested were found to be able 
to block virus adsorption up to high serum 
dilutions. Subsequently FCS was shown to 
be able to ‘“‘plaque’’ OC43 virus, when 


Fic. 2. A plaque of human coronavirus OC43 MA-321 infected cells, as obtained using a 10% fetal 
calf serum plaquing medium and stained 48 hr postinfection by the immunoperoxidase antibody tech- 


nique. x350. 
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added after virus adsorption to the mainte- 
nance medium at a concentration of 
10—20%. Using 50 TCID,,) of OC43 stock 
virus suspension as inoculum and a 10% 
FCS plaquing medium, the number of 
plaques did not change more than 10% 
among different experiments up to 60 hr 
postinfection (Fig. 1). During this period 
the size of plaques changed from single in- 
fected cell foci (before 24 hr) to plaques of 
10—20 infected cells at 48 hr (Fig. 2). At 60 
hr some plaques tended to be confluent. At 
72 hr new secondary plaques started ap- 
pearing. Thus, it was decided to select 48 hr 
as the optimal time for plaque counting. 
The dose-response relationship in the 
plaque assay for OC43 virus quantitation is 
reported in Table I. 

PRA for OC43 inhibitor studies. Quanti- 
tation of OC43 inhibitor in a lot of FCS and 
a human serum from a 6-month-old infant is 
reported in Fig. 3. The OC43 inhibitor ac- 
tivity was shown not to be associated with 
the y-globulin fraction of bovine and human 
sera (free of OC43 antibody), as obtained 
by precipitation with (NH,),.SO, saturated 
solution. In addition, heating of sera at 65° 
for 15 min was found not to reduce or sup- 
press the OC43 inhibitor activity. The 
serum fractionation by sucrose density gra- 
dient centrifugation showed that the OC43 
inhibitor was present in a broad peak, cor- 
responding to the IgG distribution, in both 
OC43-negative human and bovine sera as 
well as in FCS (Fig. 4). 

The OC43 inhibitor appeared to be at 
least partially different from the IBV inhib- 
itor found in animal sera by Lukert (11), 
since the titer was reduced (4- to 16-fold), 
but not suppressed, when the PRA was 
performed in the presence of a 1.5% b- 


TABLE J. HUMAN Coronavirus OC43 Stock 
VIRUS TITRATION BY THE PLAQUE ASSAY, 
UsING 10% FETAL CALF SERUM 


Virus dilution No. plaques at 48 hr 


10°! TMTC* 
10°? TMTC 
10° 45,54,52,48,50 
10+ 6,7,3,553 
10-° 0,0,1,0,1 


“ Too many to count. 
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serum dilutions (reciprocal) 
Fic. 3. Quantitation of the OC43 inhibitor in (©) a 
lot of fetal calf serum and (@) a human serum from a 
6-month-old infant by the plaque-reduction assay. 


glucose concentration. However, when 
sera were treated with PLC, the inhibitor 
activity appeared to be completely elimi- 
nated in human sera at a 1:10 dilution and in 
FCS at a 1:20 dilution. 

PRA for OC43 neutralizing antibody de- 
termination in bovine and human sera. Re- 
sults of testing of bovine and human sera by 
PRA (without treatment, in the presence of 
D-glucose, and after PLC treatment), HI, 
and IPA-IgG tests are reported in Fig. 5. In 
FCS, where OC43 antibody was never de- 
tected by HI and IPA-IgG tests, the OC43 
inhibitor activity was fairly decreased in the 
presence of D-glucose and was almost com- 
pletely suppressed after PLC treatment. 
However, 5 out of 10 lots of FCS tested still 
maintained a 1:10 inhibitor activity titer 
after PLC treatment. Similarly, in the 6- 
month-old infant group, the high OC43 in- 


0043 inhibitar titer 
s 


1 2 3 7 § 3 ? 4 H 10 Fraction No. 
Fic. 4. Distribution of the OC43 inhibitor in frac- 
tions collected after sucrose density gradient centrifu- 


gation of a lot of fetal calf serum. 
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Sera 
(We) 


children 
(10) 


young adults 


(10) (12) 


Fic. 5. In each column, horizontal lines indicate geometric mean titers of OC43 inhibitor and/or 
neutralizing activity in five groups of sera tested by plaque reduction (©) without prior treatment, (@) 
in the presence of 1.5% D-glucose, and (A) after phospholipase C treatment. Same sera were also 
tested by (A) hemagglutination inhibition, and (C)) the immunoperoxidase antibody technique for IgG 


determination. 


hibitor titer was greatly reduced in the 
presence of D-glucose and entirely sup- 
pressed after PLC treatment. In infant sera 
the absence of OC43 antibody was also 
shown by HI and IPA-IgG tests. 

In bovine and human sera positive for 
OC43 antibody (as shown by HI and IPA- 
IgG tests), the OC43 neutralizing antibody 
titer was usually not significantly modified 
by D-glucose and PLC treatment. How- 
ever, in a few cases, the OC43 inhibitor titer 
appeared to be greater than the neutralizing 
antibody titer, as shown by the reduction in 
titer after PLC treatment and also in the 
presence of D-glucose. In a single bovine 
serum, negative for OC43 antibody as 
shown by HI and IPA-IgG tests, an inhib- 
itor titer of 1:10 was still detected after PLC 
treatment. 

PRA for serodiagnosis of human 
coronavirus OC43 infections. In seven 
cases of human coronavirus OC43 infection 
of infants and children, in which serocon- 
version had previously been detected by 
both HI and IPA-IgG tests, a fourfold or 
greater rise in specific OC43 antibody titer 
was also found by PRA (Table II). Four 
were cases of primary OC43 infection, as 
shown by the absence of specific antibody 
in the acute-phase serum, and three were 
cases of reinfection, as shown by the pres- 
ence of antibody in the acute-phase serum 
by all three tests. The presence of OC43 


neutralizing antibody in the acute-phase 
serum of a 4-month-old infant, in the ab- 
sence of HI and IPA-IgG antibodies (Case 
No. 467), indicates that neutralizing anti- 
body may appear earlier than HI and IPA- 
IgG antibodies or may be detected earlier 
by a more sensitive test. OC43 neutralizing 
antibody titers were usually higher than 
both HI and IPA-IgG titers. 

Discussion. This paper describes for the 
first time three major findings: (i) a PRA for 
the determination of OC43 neutralizing 
antibody; (ii) the presence in human sera of 
an OC43 inhibitor similar to that found in 
FCS; (iii) a method for the removal of this 
inhibitor from human as well as bovine 
sera. Our PRA is the first reported for the 
determination of OC43 antibody, whereas a 
PRA for the determination of human 
coronavirus 229E antibody was reported 
several years ago (14). The OC43 PRA ap- 
pears to be very sensitive for both neu- 
tralizing antibody (and inhibitor activity) 
determination and serodiagnosis of OC43 
infections (and reinfections). The 
hemadsorption-neutralization procedure 
previously reported (4) appears to give un- 
reliable results for at least two main rea- 
sons. First, hemadsorption of OC43- 
infected cells is a false hemadsorption (5). 
Second, the test did not require any prior 
treatment of sera and results were some- 
what influenced by the presence of the 
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TABLE I]. HUMAN Coronavirus OC43 ANTIBODY TITERS BY THE PLAQUE-REDUCTION ASSAY (PRA), 
HEMAGGLUTINATION INHIBITION (HI), AND THE IMMUNOPEROXIDASE ANTIBODY (IPA) TECHNIQUE FOR 
IMMUNOGLOBULIN G (IgG) DETERMINATION, IN SEVEN CASES OF OC43 INFECTION IN INFANTS AND CHILDREN 


Interval between OC43 antibody titer by Type of 

Case No. acute and convalescent 0C43 
and age serum (days) PRA HI IPA-IgG infection 
338, 15 <10 <10 <10 Primary 
4 years 80 20 40 

467, 30 40 <10 <10 Primary 
4 months 160 20 40 

$10, 28 <10 <10 <10 Primary 
9 months 80 20 160 

532, 13 <10 <10 <10 Primary 
4 years 640 80 40 

291, ? 40 10 10 Reinfection 
12 years 160 40 40 

440, 26 320 20 40 Reinfection 
3 years 2560 160 640 

768, 27 20 40 40 Reinfection 
4 years 320 160 160 


OC43 inhibitor described here. Similarly, 
neutralization tests carried out in vivo in 
suckling mice offer the same points of 
criticism (1-3). ; 


Since an initially high-titer plaque-— 


reduction activity was found in both FCS 
and sera from 6-month-old infants, the 
presence of an OC43 inhibitor was strongly 
suspected. In addition, in the same two 
groups of sera the presence of nonspecific 
inhibitors of OC43 hemagglutination was 
observed. This finding, well known for 
bovine sera (15), has only recently been re- 
ported for human sera (12). Since it had 
been shown that these inhibitors can be re- 
moved by the PLC treatment (12), it was 
decided to use the same treatment of sera 
for the PRA, in order to try to suppress the 
OC43 inhibitor. Results achieved (elimina- 
tion of the inhibitor from human sera and its 
almost complete disappearance in FCS) in- 
dicate that the OC43 inhibitor is likely to be 
a lipoprotein. Furthermore, the distribution 
of the OC43 inhibitor following sucrose 
density gradient centrifugation shows that 
this lipoprotein is of the high-density class, 
and appears similar to some nonspecific in- 
hibitors of rubella hemagglutination (16). In 
contrast to the IBV inhibitor previously re- 
ported (11), the OC43 inhibitor was not pre- 


cipitated with the y-globulin fraction, was 
not suppressed by heating at 65°, and was 
only partially reversed by D-glucose. 

In conclusion, we believe that the PRA is 
a very sensitive test for OC43 neutralizing 
antibody determination and adds a new sig- 
nificant approach to the serodiagnosis of 
OC43 infections. However, before testing, 
sera must be routinely treated for elimina- 
tion of the OC43 inhibitor. Finally, the 
OC43 PRA appears to be very useful for 
studies of antigenic relationships between 
human and animal coronaviruses. 

The presence of antibody to neonatal calf 
diarrhea coronavirus (NCDCV) in human 
sera has sporadically been reported (17, 18) 
and the antigenic relationship between 
human coronavirus OC43 and NCDCYV, al- 
ready observed by immunofluorescence 
(19), is now under study in our laboratory. 

Summary. A plaque-reduction assay for 
the determination of neutralizing antibody 
to human coronavirus OC43 has been set 
up, using as a plaquing factor the fetal calf 
serum containing an OC43 inhibitor. A sim- 
ilar inhibitor has also been found in human 
sera both negative and positive for OC43 
antibody. The inhibitor can be removed by 
treatment of sera with phospholipase C and 
is likely to be a lipoprotein of the high- 
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density class. The new plaque-reduction 
assay appears to be a very sensitive test for 
both OC43 antibody determination and 
serodiagnosis of OC43 infections. It may 
also be very useful for studies of antigenic 
relationships between human and animal 
coronaviruses. However, before testing, 
sera must be routinely treated for removal 
of viral inhibitor. 


We would like to thank Dr. Massimo Battaglia for 
his valuable suggestions, Joseph Strohofer for revision 
of English, and Giovanni Vercesi for having drawn 
graphs. 
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